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Message Text 


UNCLASSIFIED 

PAGE 01 RABAT 06132 181219Z 

12 

ACTION MED-03 

INFO OCT-01 NEA-10 ISO-OO SCSE-00 SCA-01 /015 W 

083112 

R 181017Z DEC 75 
FM AMEMBASSY RABAT 
TO VA REGIONAL OFFICE NYC 
INFO SECSTATE WASHDC 7239 

UNCLAS RABAT 6132 

E.O. 11652: N/A 
TAGS: AMED, CFED, MO 

SUBJECT: NEW PROSTHESIS FOR DISABLED VETERAN VITTORIO BROD 
STATE FOR DG/MED, SCA/SCS 

1. DEPT. STATE FOREIGN SERVICE OFFICER, VITTORIO BROD, VA 
CLAIM NO. 26 576 738 WILL BE IN NEW YORK CITY ON HOME LEAVE 
ABOUT MARCH 1 - 15, 1976. STATE DEPT. MEDICAL OFFICER TUNIS 
HAS PRESCRIBED NEW PROSTHESIS FOR BROD (PTB - BELOW KNEE 
LEG - RIGHT) IN VIEW DISCOMFORT AND SKIN CHANGES. BROD 
THEREFORE REQUESTS VA REGIONAL OFFICE NY PROSTHETICS CENTER 
BE PREPARED BUILD NEW LIMB EXPEDITIOUSLY SO AS TO ALLOW HIM 
TO DEPART FOR NEW OVERSEAS POST WITHOUT DELAY. 

2. CLAIM FOLDER PRESENTLY LOCATED VA WASHINGTON D.C. BROD 
BELIEVES LAST LIMB MADE OCT/NOV 1973 BY UNIVERSAL, WASHINGTON. 
PLEASE ADVISE ASAP BY RETURN CABLE ON ARRANGEMENTS.NEUMANN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 DEC 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975RABAT06132 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750440-0232 
From: RABAT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 228/aaaaayag. tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION MED 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 JUN 2003 by ReddocGW>; APPROVED <04 FEB 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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